194                          DETAILS OF CYANIDE PRACTICE
shown by the accompanying tabulated list of items. During the-two months following that in which this report was made, a general reduction of costs has been accomplished, the total being reduced to about $1.61 per ton. The operators are fortunate in having an ample supply of water and conditions generally favorable'for successful operation.............    0.0266
